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N°de Sine: 178/07 
Chaine de possession des alJaootes A: Echantillon 995474 


r 






r-\ 


■] 


Date 

A)iquote(s) 

Code 
operateur 

EUpe 

Remarques 


21/07/2006 
O9h30 

A.liquote ES02/ES02C 

45 

^reparation 



21/07/2006 
18h44 

Aliquote ES02 

24/18 

/Uialyse GC/MS sur 
MSD15 

M : Preparation appareil 

18 : Lecture 


22/07/2006 
O3h02 

Aliquote ES02C 

24/17 

Analyse GC/MS sur 
MSD12 

24 : Preparation appareil 
17 : Lecture 


21/07/2006 
10hl5 

Aliquote ES03 

22 

Preparation 



21/07/2006 
i7h08 

Aliquote ES03 

20 

Analyse HPLC/MS sur 
LCMS4 

Preparation appareil 

Lecture ' ■ 


21/07/2006 
09h30 

Aliquote ES03B 

19 

Preparation 



21/07/2006 
16h55 

Aliquote ES03B 

19/27 

Analyse HPLC/MS/MS 
sur LCQ2 

19 ; preparation appareil 
27 : Lecture 


21/07/2006 
09h40 

Ahquote ES04/ES05 

35 

Pr^aration 



21/07/2006 
19h36 

Aliquote ES04 

37/18 

Analyse GC/MS sur 
MSD18 

37 ; Preparation appareil 
18 : Lecture 


21/07/2006 
20h01 

Aliquote ES05 

18 

Analyse GC/MS/MS sur 
Polaris 1 

Preparation appareil 
Lecture 


21/07/2006 
10h59 

Aliquote ES06 

41 

Analyse Immune 

Preparation appareil 
Lecture 


21/07/2006 
10h30 

Aliquote ES08B 

16 

Analyse PS 

Preparation appareil 
Lecture 


21/07/2006 
13h50 

Aliquote ES08 

16 

Preparation 



22/07/2006 
14h26 

Aliquote ES08 

16 

Analyse GC/MS sur 
MSD2I 

Preparation appareil 

Lecture 


21/07/2006 
OShIO 

Aliquote ES07 

44 

Preparation 



23/07/2006 
09h41 

Aliquote ES07 

44 

Analyse EPO 
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